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Rapid micromethod for the analysis of 
mitotane and its metabolite in plasma by GC 
with electron-capture detection 287 
0,p'-DDE 
Rapid micromethod for the analysis of 
mitotane and its metabolite in plasma by GC 
with electron-capture detection 287 
Deacetyldiltiazem 
Assay of diltiazem and deacetyldiltiazem by 
capillaryGC 89 
Dehydrochloramphenicol 
HPLC determination of chloramphenicol 
and four analogues using reductive and oxi- 
dative electrochemical and UV detection 
111 
7-Deoxydoxorubicin aglycone 
Improved method for the determination of 
4'-epidoxorubicin and seven metabolites in 
plasma by HPLC 339 
7-Deoxydoxorubicinol aglycone 
Improved method for the determination of 
4'-epidoxorubicin and seven metabolites in 
plasma by HPLC 339 
N-Desethylamiodarone 
Determination of amiodarone and _ its 
metabolite N-desethylamiodarone in serum 
by HPLC - comparison of different extrac- 
tion procedures 465 
N-Desmethylzopiclone 
Simultaneous determination of zopiclone 
and its two major metabolites (N-oxide and 
N-desmethy]) in human biological fluids by 
reversed-phase HPLC 151 
Diamidines 
Determination of fluorescent diamidines in 
plasma of experimental animals by HPLC 
331 
Dihydroergotamine 
Determination of sub-nanogram amounts of 
dihydroergotamine in plasma and urine 
using LC and fluorimetric detection with off- 
line and on-line solid-phase drug enrich- 
ment 319 
Diltiazem 
Assay of diltiazem and deacetyldiltiazem by 
capillaryGC 89 
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Doxorubicin aglycone 
Improved method for the determination of 
4’ -epidoxorubicin and seven metabolites in 
plasmabyHPLC 339 

Doxorubicinol aglycone 
Improved method for the determination of 
4'-epidoxorubicin and seven metabolites in 
plasma byHPLC 339 

Endotoxins 
Determination of endotoxins by GC: eval- 
uation of electron-capture and negative-ion 
chemical-ionization MS detection of halo- 
genated derivatives of #-hydroxymyristic 
acid 11 

Enzymes 
Detection of uridine 5'-diphosphate glu- 
cose-collagen glucosyltransferase activity by 
HPLC and possible participation of a novel 
intermediate as a glucose donor in collagen 
biosynthesis 403 

Enzymes 
Highly sensitive assay for alkaline and acid 
phosphatase activities by HPLC with elec- 
trochemical detection 41 

Enzymes 
HPLC assay for pteroylglutamate hydro- 
lase 47 

Enzymes 
Separation of human pepsins in gastric juice 
by high-performance ion-exchange chro- 
matography 391 

4'-Epidoxorubicin 
Improved method for the determination of 
4'-epidoxorubicin and seven metabolites in 
plasmabyHPLC 339 

4’ -Epidoxorubicin glucuronide 
Improved method for the determination of 
4'-epidoxorubicin and seven metabolites in 
plasma by HPLC 339 

4’ -Epidoxorubicinol 
Improved method for the determination of 
4'-epidoxorubicin and seven metabolites in 
plasma by HPLC 339 

4’ -Epidoxorubicinol glucuronide 
Improved method for the determination of 
4’-epidoxorubicin and seven metabolites in 
plasma by HPLC 339 

Erythropoietin 
Purification of human urinary erythro- 
poietin 178 

Ethynylestradiol 
Selective on-line trace enrichment for the 
determination of ethyny] steroids in urine 
by LC with precolumn technology 159 
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Ethyny] steroids 
Selective on-line trace enrichment for the 
determination of ethynyl steroids in urine 
by LC with precolumn technology 159 
Fatty acids 
Use of pentafluorobenzyl! and pentafluoro- 
propionyl-pentafluorobenzyl esters of bac- 
terial fatty acids for GC analysis with 
electron-capture detection 366 
a-Fetoprotein 
Microheterogeneity of rat a-fetoprotein on 
acopper chelate column 168 
Gallamine 
Determination of the neuromuscular block- 
ing drug gallamine in rat serum using HPLC 
428 
Glycoproteins 
Microheterogeneity of rat a-fetoprotein on 
acopper chelate column 168 
Glycoproteins 
Purification of human urinary erythro- 
poeitin 178 
Glyoxylic acid 
HPLC determination of glyoxylic acid and 
other carbonyl compounds in urine 253 
Growth hormone 
Fluorimetric determination of rat growth 
hormone in pituitary cell culture by HPLC 
with post-column derivatization 409 
Haemoglobin pyridoxylation 
Haemoglobin pyridoxylation: optimization 
and observation of an additional new pyri- 
doxal phosphate-haemoglobin species by 
HPLC resolution 397 
a-Hydroxymetoprolol 
Determination of metoprolol and two major 
metabolites in plasma and urine by column 
LC and fluorometric detection 357 
B-Hydroxymyristic acid 
Determination of endotoxins by GC: eval- 
uation of electron-capture and negative-ion 
chemical-ionization MS detection of halo- 
genated derivatives of #-hydroxymyristic 
acid 11 
Indocyanine Green 
Comparison of the spectrophotomeric and 
HPLC analysis of Indocyanine Green in 
estimating systemic clearance in patients 
with chronic liver disease 190 
Iododeoxyuridine 
Technique for detection of DNA nucleo- 
bases by reversed-phase HPLC optimized 
for quantitative determination of thymi- 
dine substitution by iododeoxyuridine 57 


Keto acids 
HPLC determination of glyoxylic acid and 
other carbonyl compounds in urine 253 

Ketones 
HPLC determination of glyoxylic acid and 
other carbonyl compounds in urine 253 

Leukotrienes 
Single-step procedure for the extraction and 
purification of leukotrienes B,, C, and D, 

241 

Lipid peroxides 
LC determination of serum lipid peroxides 
as diphenylthiobarbituric acid-reactive 
substance to collagen disease patients - a 
preliminary study 371 

Lipids 
Single-step procedure for the extraction and 
purification of leukotrienes B,, C, and D, 
241 

Medroxalol 
Application of column switching in HPLC 
analysis of medroxalol in plasma 143 

Mepirzepine 
Capillary GC assay for the routine monitor- 
ing of the antidepressant mepirzepine in 
human plasma 203 

2-Mercaptopropionic acid 
HPLC of 2-mercaptopropionylglycine and 
its metabolite 2-mercaptopropionic acid in 
plasma and urine after treatment with thio- 
pronine 261 

2-Mercaptopropionylglycine 
HPLC of 2-mercaptopropionylglycine and 
its metabolite 2-mercaptopropionic acid in 
plasma and urine after treatment with thio- 
pronine 261 

N'-Methyl-2-pyridone-5-carboxamide 
Microdetermination of N'-methyl-2-pyri- 
done-5-carboxamide, a major metabolite of 
nicotinic acid and nicotinamide, in urine by 
HPLC 173 

Metoprolol 
Determination of metoprolol and two major 
metabolites in plasma and urine by column 
LC and fluorometric detection 357 

Metoprolol acid 
Determination of metoprolol and two major 
metabolites in plasma and urine by column 
LC and fluorometric detection 357 

Mitotane 
Rapid micromethod for the analysis of 
mitotane and its metabolite in plasma by GC 
with electron-capture detection 287 
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Neurotransmitters 
Automated pre-column derivatization with 
o-phthalaldehyde for the determination of 
neurotransmitter amino acids using 
reversed-phase LC 385 

Nicotinamide 
Microdetermination of N'-methyl-2-pyri- 
done-5-carboxamide, a major metabolite of 
nicotinic acid and nicotinamide, in urine by 
HPLC 173 

Nicotinic acid 
Microdetermination of N'-methyl-2-pyri- 
done-5-carboxamide, a major metabolite of 
nicotinic acid and nicotinamide, in urine by 
HPLC 173 

Nitrophenylaminopropanedione 
HPLC determination of chloramphenicol 
and four analogues using reductive and oxi- 
dative electrochemical and UV detection 
111 

Nitrosochloramphenicol 
HPLC determination of chloramphenicol 
and four analogues using reductive and oxi- 
dative electrochemical and UV detection 
111 

Norethindrone 
Selective on-line trace enrichment for the 
determination of ethynyl steroids in urine 
by LC with precolumn technology 159 

Norfloxacin 
HPLC determination of norfloxacin in 
human tissues and plasma with fluores- 
cence detection 135 

Norgestrel 
Selective on-line trace enrichment for the 
determination of ethynyl steroids in urine 
by LC with precolumn technology 159 

Nucleobases 
Technique for detection of DNA nucleo- 
bases by reversed-phase HPLC optimized 
for quantitative determination of thymi- 
dine substitution by iododeoxyuridine 57 

N-Oxidezopiclone 
Simultaneous determination of zopiclone 
and its two major metabolites ( N-oxide and 
N-desmethy]) in human biological fluids by 
reversed-phase HPLC 151 

Pepsins 
Separation of human pepsins in gastric juice 
by high-performance ion-exchange chro- 
matography 391 

Peptides 
HPLC-radioimmunoassay method for the 
measurement of angiotensin II peptides in 
human plasma 27 
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Peroxides 
LC determination of serum lipid peroxides 
as diphenylthiobarbituric acid-reactive 
substance to collagen disease patients - a 
preliminary study 371 
Phenytoin 
Electrochemical immunoassay combined 
with column LC: determination of pheny- 
toinin human serum 129 
Phosphatases 
Highly sensitive assay for alkaline and acid 
phosphatase activities by HPLC with elec- 
trochemical detection 41 
Polythiazide 
Automated column LC determination of 
polythiazide in humanserum 434 
Porphobilinogen 
Quantitative determination of porphyrins, 
their precursors and zinc protoporphyrin in 
whole blood and dried blood by HPLC with 
fluorimetric detection 269 
Porphyrins 
Quantitative determination of porphyrins, 
their precursors and zinc protoporphyrin in 
whole blood and dried blood by HPLC with 
fluorimetric detection 269 
Procaterol 
Sensitive HPLC method for procaterol in 
humanurine 223 
Profolol 
HPLC determination and preliminary 
pharmacokinetics of propofol and _ its 
metabolites in human plasma and urine 
458 
Propafenone 
Determination of propafenone in biological 
fluids by fused-silica capillary GC using 
electron-capture detection 295 
Prostaglandins 
Purification and quantitative analysis of 
urinary prostanoids in human and in rat by 
packed and capillary GC-negative-ion 
chemical-ionization MS_ 1 
Prostaglandins 
Separation of prostaglandins and throm- 
boxane by two-dimensional TLC 414 
Prostanoids 
Purification and quantitative analysis of 
urinary prostanoids in human and in rat by 
packed and capillary GC-negative-ion 
chemical-ionization MS_ 
Pteroylpolyglutamate hydrolase 
HPLC assay for pteroylglutamate hydro- 
lase 47 
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Pyridoxal phosphate-haemoglobin 
Haemoglobin pyridoxylation: optimization 
and observation of an additional new pyri- 
doxal phosphate-haemoglobin species by 
HPLC resolution 397 

Retinol 
Reversed-phase HPLC separation and elec- 
trochemical detection of retinol and its iso- 
mers 65 

Rilmazafone 
Combined HPLC and enzyme immunoas- 
say for active metabolites of a sleep inducer 
(rilmazafone), a ring-opened derivative of 
benzodiazepines, in human plasma 216 

Serotonin 
Determination of plasma serotonin by 
HPLC with pre-column sample enrichment 
and fluorimetric detection 378 

Sertraline 
GC-MS analysis and preliminary human 
pharmacokinetics of setraline, a new anti- 
depressant drug 197 

Steroids 
Selective on-line trace enrichment for the 
determination of ethyny! steroids in urine 
by LC with precolumn technology 159 

4°-Tetrahydrocannabinol-11-oic acid 
Direct injection of urine on a HPLC col- 
umn-switching system for determination of 
4°-tetrahydrocannabinol-11l-oic acid with 
both UV and electrochemical detection 
309 

Theophylline 
Ion-pair HPLC procedure for the quanti- 
tative analysis of theophylline in serum 
samples 99 

6-Thiouric acid 
Sensitive and specific HPLC assay for 6- 
thiouric acid 183 

Thromboxane 
Separation of prostaglandins and throm- 
boxane by two-dimensional TLC 414 


Thromboxane A, 

* Purification and quantitative analysis of 
urinary prostanoids in human and in rat by 
packed and capillary GC-negative-ion 
chemical-ionization MS_ 1 

Thymidine 
Technique for detection of DNA nucleo- 
bases by reversed-phase HPLC optimized 
for quantitative determination of thymi- 
dine substitution by iododeoxyuridine 57 

Uridine 5'-diphosphate glucose-collagen 
glucosyltransferase 
Detection of uridine 5'-diphosphate glu- 
cose-collagen glucosyltransferase activity by 
HPLC and possible participation of a novel 
intermediate as a glucose donor in collagen 
biosynthesis 403 

Vancomycin 
HPLC analysis of vancomycin in plasma, 
bone, atrial appendage tissue and pericar- 
dial fluid 121 

Vitamin A 
Reversed-phase HPLC separation and elec- 
trochemical detection of retinol and its iso- 
mers 65 

Xamoterol 
Determination of xamoterol in human 
plasma by HPLC with electrochemical 
detection 233 

Xanthines 
Ion-pair HPLC procedure for the quanti- 
tative analysis of theophylline in serum 
samples 99 

Zinc protoporphyrin 
Quantitative determination of porphyrins, 
their precursors and zinc protoporphyrin in 
whole blood and dried blood by HPLC with 
fluorimetric detection 269 

Zopiclone 
Simultaneous determination of zopiclone 
and its two major metabolites (N-oxide and 
N-desmethy]) in human biological fluids by 
reversed-phase HPLC 151 


| 

4 

| 

q 

d 

4 

| 


